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Divisional  Health  Office, 
The  Poplars, 

Burnby  Lane, 

Pocklington. 


To:  The  Chairman  and  Members  of  the 
Urban  District  Council  of  Norton. 


Mr.  Chairman,  Ladies  and  Gentlemen, 

I  have  the  honour  of  presenting  for  your  consideration  my 
Annual  Report  on  the  health  and  sanitary  circumstances  of  your  District 
for  the  year  1957. 

I  should  like  to  take  this  opportunity  of  thanking  members 
of  the  Public  Health  Committee  for  their  support  during  the  year,  and 
the  staff  of  the  Health  and  other  Departments  for  their  co-operation 
and  assistance. 


I  am,  Ladies  and  Gentlemen, 
Your  obedient  servant, 

Wm  WILSON, 

Medical  Officer  of  Health. 
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STATISTICS  AND  SOCIAL  CONDITIONS  OF  THE  ARM 


. .  -  _ _  I 

-Area  (in  acres)  .  2,899. 

t 

Number  of  inhabited  houses  . . .  1,628 


Registrar-General’s  estimate  of  population  .  4,820 

Rateable  Value  . .  . . £41,278. 


Sum  represented  by  a 

penny  rate  . * . 

•  «  • 

...  £164. 

< 

Live  Births: 

VITAL  STATISTICS. 

M. 

F.  Total. 

Legitimate 

33 

34  67 

Illegitimate 

i 

1 

1  .  2 

t 

A 

Birth  Rate 

14.32  per 

1,000 

Illegitimate  Rate 

2.9/o  of 

total 

births. 

Still  Births  2. 

Rate  per  1,000  of  the  population  0.41 

Deaths  of  infants  under  one  year  Nil 


Deaths 

M. 

F. 

Total 

29 

22 

51 

Death  Rate  per  1,000 

10.58 

— 

*  . 

Deaths  from  Heart  Disease 

—**’  ** 

N. 

F. 

Total 

Rate  per  1 ,000  of  the  population 

Deaths  from  Vascular  Lesions  of 

2.90 

8 

6 

14 

the  Nervous  System 

Rate  per  1 ,000  of  the  population 

2.07 

3 

•  7 

10 

Deaths  from  Cancer 

\ 

Rate  per  1,000  of  the  population 

« 

2.49 

V  .  * 

6 

;  6 

12 
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Comparative  Table  of  Birth'  and  Death 
Rates  during  the  year  1957* 


— 


Area 

♦  ■  * 

Live  Births 

Deaths 

Deaths  of 
Children  Under 
One  Year  of  Age 
Per  1 ,000 
Registered  Live 
Births. 

England 
and  Wales 

(Rates  per  1.,Q0Q  hon 

16.1 

le  population) 

11.5 

23.0 

Admini strat ive 
County 

16.36 

10.94 

21.04 

M.B.  and  U.D.  s 

15.69 

11.66 

23.18 

R.D.  s 

17.05 

IO.19 

19.00 

Table  of  Birth,  Death  and  Infant  Mortality  Rates, 

Norton  U.D.C, 


Crude 

Corrected 

Crude 

Corrected 

Infant 

Year 

Birth  Rate 

Birth  Rate 

Death  Rate 

Death  Rate 

Mortality 

1948 

15.4 

_ — 

8.6 

— _ 

Nil 

1949 

17.4 

— 

13.6 

-- — 

13 

1950 

15.6 

— 

10.04 

— 

Nil. 

1951 

15.0 

— 

13.01 

--- 

Nil. 

1952 

14.8 

15.-2 

9.87 

8.78 

14. 

1953 

14.15 

14.57 

13.56 

12.06 

14. 

1954 

14.90 

16.39 

11.18 

10.39 

28. 

1955 

1 6.36 

18.00 

14.49 

13.48 

25.3 

1956 

15.38 

16.92 

11.23 

11.34 

13.51 

1957 

14.32 

15.61 

IO.58 

10.69 

Nil. 
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Table  Showing  Causes  of  Death  in  Norton  U.D.C. 

1957. 


•  •  * 

..  • 

• 

Male 

Female 

Total 

All  Causes  . 

29 

22 

51 

1. 

Tuberculosis,  respiratory  ... 

•  • 

•  •  o  • 

1 

— 

1 

2. 

Tuberculosis,  other  . 

•  *• 

•  •  •  • 

- 

- 

- 

3. 

Syphilitic  disease  . 

•  '■+ 

•  t  •  1 

— 

- 

- 

4. 

Diphtheria  . .  .... 

•  -• 

•  •  •  * 

— 

— 

— 

5. 

Whooping  Cough  . 

•  • 

•  •  •  • 

— 

— 

- 

6. 

Meningococcal  infections  ... 

•  • 

•  •  •  • 

— 

— 

- 

7. 

Acute  poliomyelitis  . 

•  • 

•  •  •  • 

- 

- 

— 

8. 

Measles  ...  . .  • 

- 

. 

- 

9. 

Other  infective  and  parasitic  disease 

s  ... 

— 

— 

- 

10. 

Malignant  neoplasm,  stomach 

•  • 

•  •  •  • 

1 

1 

2 

11. 

Malignant  neoplasm,  lung,  bronchus 

•  •  • 

3 

— 

3 

12. 

Malignant  neoplasm,  breast  ... 

•  • 

•  •  •  • 

— 

1 

1 

13. 

Malignant  neoplasm,  uterus  ... 

•  • 

•  ••••• 

— 

— 

— 

14. 

Other  malignant  and  lymphatic  neoplasms  ... 

2 

4 

6 

15. 

Leukaemia,  aleukaemia  ...  *  ... 

•  • 

•  •  •  • 

- 

— 

— 

16. 

Diabetes  ...  . . . .  ... 

- 

- 

- 

17. 

Vascular  lesions  of  nervous  system 

•  •  • 

3 

7 

10 

18. 

Coronary  disease,  angina- . 

•  • 

•  •  •  • 

3 

4 

7 

19. 

Hypertension  with  heart  disease 

•  • 

•  •  •  • 

1 

— 

1 

20. 

Other  heart  disease  .  ..i 

•  • 

•  •  •  • 

4 

2 

6 

21. 

Other  circulatory  disease  ... 

•  • 

•  •  •  • 

3 

1 

4 

22. 

Influenza  . 

— 

— 

- 

23. 

Pneumonia  . 

1 

- 

1 

24. 

Bronchitis  . . . 

1 

- 

1 

25. 

Other  diseases  of  respiratory  system 

•  •  • 

1 

- 

1 

26. 

Ulcer  of  stomach  and  duodenum 

•  • 

•  •  •  • 

- 

— 

•• 

27. 

Gastritis,  enteritis  and  diarrhoea 

•  •  • 

- 

— 

- 

28. 

Nephritis  and  nephrosis  . 

•  • 

•  •  •  • 

— 

1 

1 

29. 

Hyperplasia  of  prostate  . 

•  • 

•  •  •  • 

— 

— 

— 

30. 

Pregnancy,  childbirth,  abortion 

•  • 

•  •  •  • 

— 

— 

— 

31. 

Congenital  malformations  . 

•  • 

•  •  •  • 

— 

— 

— 

32. 

Other  defined  and  ill-defined  disease 

s  ... 

4 

— 

4 

33. 

Motor  vehicle  accidents  . 

•  • 

•  •  •  • 

- 

— 

— 

34. 

All  other  accidents  . 

•  © 

•  •  o  • 

- 

1 

1 

35. 

Suicide  . 

1 

— 

1 

36. 

Homicide  and  operations  of  war 

•  • 

•  •  o  • 

• 
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Table  -Showing;  Age-  and  Sex  Distribution  of  Dearth-s  during  1957» 


.  Under.  1  year 
1  -  4 


5  - 

14 

15-  “ 

24 

25  - 

44 

45  - 

54 

55  - 

64 

65  - 

74 

'75+ 

•  0  •  •  •  • 

•  o  •  •  o  • 

•  O  O  9  0  9 

•  99  •  9  • 

•  cm  9  o  • 

•  •  •  OOO 

•  •  9  9  9  9 

•  ••  mom 

•  09  ••  9 


Male 

Female 

Total 

2 

2 

4 

2 

6 

1 

6 

7 

12 

5 

17 

10 

9 

19 

29 

22 

51 

Table  Showing  Age  and  Sex  Distribution  of  Deaths  from  Cancer  during  .1957* 

Male  Female  Total, 


Under  1  year 
1  -  4 
5  “  14 
15  -  24 
25  -  44 
45  -  54 
55  -  64 
65  -  74 
75+ 


1 

2 

2 

1 

6 


2 

1 

1 

2 


1 

4 

i; 

3 

_3> 
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PREVALENCE  OF,-  AIlD  CONTROL  OVER  INFECTIOUS  DISEASE, 


The-  following  cases  of  infectious  disease  have  been  notified 
during  the  year:-  -  -  ■  ■  -  ■ 

Measles  >•  l6l  (Nil) 

Scarlet  Fever  *  1  (Nil) 

Tuberculosis,  Pulmonary  Nil  (l) 

Tuberculosis>  Non- Pulmonary  Nil  (l) 

Whooping  Cough  Nil  (4) 

»  < 

(  cases  occurring  in  1956  are  shown  in  parenthesis). 


Cases  of  infectious  disease  are  admitted,  when  hospital 
treatment  is  necessary,  to  the  Isolation  Hospitals  at  York  or 
Scarborough. 


Tuberculosis 


No  new  cases  of  Tuberculosis  were  notified  or  came  to  notice 
during  the  year.  There  was  one  death  from  pulmonary  tuberculosis. 


At  the  end  of  1957*  cases  ofl  the  Tuberculosis  Register  were 

as  follows :- 

i 

Pulmonary  Males  16  cases 

Non-Pulmonary  2  cases 


Pulmonary  Females  8  cases. 

Non-Pulmonary  Females  A  cases 


Total:  30  cases. 

Vaccination  against  Smallpox. 

The  following  table  shows  number  of  persons  vaccinated  or  re- 
vaccinated  during  the  year  1957:- 


Age  at  Date  of 
Vaccination 

Under  1 

1  year 

2  to  4 

5  to  14 

15  or  over 

Totals. 

Number 

Vaccinated 

32 

3 

- 

1 

1 

37 

Number 

Re- vaccinated 

- 

- 

- 

- 

3 

4 

3 

Immunisation  against  Diphtheria. 

The  figures  for  immunisations  carried  out  during  the  year  are 
as  follows:- 


Primary  Immuni sation. 


Aged 
Under  5 

Aged 

5-14 

Total 

Reinforcing 

Injections 

60 

8 

68 

22 

Of  the  60  children  under  5  years  of  age  who  are  shown  as  having 
been  immunised  against  diphtheria,  57  were  at  the  same  time  immunised 
against  whooping  cough.  • 
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The  following  table  shows  the  position  as  regards  the  total, 
number  of  children  who  have  been  immunised  at  any  one  time  and  also  as 
regards  those  who  have  been  immunised  or  re- immunised  during  the  last 
five  years. 


Number  of  children  who  received 
primary  or  re- inforcing  injections 
within  the  last  5  years  (1953-57)* 

Number  of 
children  under 

15  immunised 
more  than  5  years 
ago  (1943-52). 

T0tal 
Number  of 
Children 
Immunised 

1 943-57. 

Aged  Under  5 

Aged  5  to  1A 

Total 

259 

358 

617 

.  3.09 

926 

■GENERAL  PROVISION  OF  HEALTH  SERVICES  FOR'  THE  AREA. 


(a)  Laboratory  Facilities.  \  i 

i  1  !  ;  .  ..  .  ...  i  •  -  "  ; 

Bacteriological  samples  are  examined  at  the  Public  Health 
Laboratory  situated  iniHull. 

(b)  Ambulance  Service. 

....  ’  i 

Ambulances  stationed  in  Malton  are  available  for  use  in  the 

District.  •  ■' .  ''  ..  . J 

(c)  Nursing. 

A  domiciliary  nursing  and  midwifery  service  is  available  in  the 
District  as  part  of ’the  County  Council’s  scheme  under  the  National 
Health  Service  Act. 

...  . * .  •  _  \  , 

( d)  Treatment  Centres  and  Clinics.  [ 

. .  ..-;aV  i-  -•••  •••■.  .  ..  .  ’  . .  ^  . 

These  are' provided  by  the  County  Council.  A  Child  Welfare 
Centre  is  held  fortnightly  in  the  Church  Hall.  An  Ophthalmic 
Clinic  is  held  monthly.  Clinics  for  the  treatment  of  Venereal 
Disease  are  situated  in' York  and  Scarborough. 

(e)  Hospitals. 

«  * 

General  medical  and  surgical  cases  are  admitted  to  Hospitals 
at  Malton,  Driffield,  Scarborough  and  York.  Maternity  cases  go  to 
the  We  stow  Croft  Nursing  Home  at  We  stow. 
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National  Assistance  Act,  1948. 

It  has  not  been  necessary  to  take  any  action  under  Section  17 
of  this  Act  during  the  year. 


SANITARf  CIRCUMSTANCES  OF  THE  AREA. 


Water  Supply. 

The  water  is  from  a  deep  bore  well  situate  in  the  District  and 
is  pumped  to  a  reservoir.  The  water  is  treated  by  chlorination  and 
is  distributed  throughout  the  district. 

The  water  has  been  satisfactory  in  quality  and  quantity 
throughout  the  year. 

Samples  of  water  are  submitted  for  bacteriological  examination 
at  regular  intervals  throughout  the  year. 


Sewage  Disposal. 

A  modern  sewage  disposal  works  serves  the  needs  of  the  adjoining 
Districts  of  Norton  and  Mai ton. 
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NORTON  URBAN  DISTRICT  COUNCIL 


ANNUAL  REPORT  OF  THE  SENIOR  PUBLIC  HEALTH  INSPECTOR 

For  the  Year  1957  > 


Staff. 

Mr.  R.  W.  G.  Sinclair 


Mr.  J.  Martin 
(terminated  appointment 

25/8/57) 


Mr.  B.  R.  Lowe  ... 

(National  Service  as  from 

21/2/57). 


Mr.  T.  E.  Buckle 


Senior  Public  Health  Inspector 
and  Surveyor.  (Public  Health 
Inspector's,  Sanitary  Science, 
Smoke  Inspection,  Meat  and 
Other  Foods  Certificates  of 
the  Royal  Society  of  Health). 

Meat  Inspector  and  Additional 
Public  Health  Inspector. 
(Public  Health  Inspector's, 
Meat  and  Other  Foods 
Certificates  of  the  Royal 
Society  of  Health). 

Pupil  Public  Health  Inspector. 
(Public  Health  Inspector's 
Certificate  of  the  Royal 
Society  of  Health). 


Pupil  Public  Health  Inspector. 
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Mr.  Chairman,  Ladies  and  Gentlemen, 


I  herewith  present  my  report  as  Senior  Public  Health 
Inspector  for  the  year  1957. 

Throughout  the  year  a  staff  shortage  was  experienced; 
for  some  six  months  the  department  was  without  a  Pupil  Public 
Health  Inspector,  and  from  August  until  the  end  of  the  year  we 
were  without  a  full-time  Meat  Inspector.  Fortunately,  it  was 
possible  to  obtain  the  services  of  a  Veterinary  Surgeon  to  carry 
out  meat  inspection  at  the  Yorkshire  Farmers'  Bacon  Factory. 


The  following  three  Tables  do  not  include  the 
maintenance  of  Council  Controlled  Houses. 


1 .  Routine  Inspection  Work. 


Table  I. 


Total  number  of  Inspections  .  1,7 38 

"  "  "  Defects  found  .  222 

"  "  "  Defects  Remedied .  186 

"  "  "  Premises  Affected  .  120 

"  "  "  Informal  Notices  Served  11 8 

"  "  "  Informal  Notices  Complied  With  89 

"  "  "  Statutory  Notices  Served  2 

"  "  "  Statutory  Notices  Complied  With  0 
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Table  II 


Inspection  of  Dwell inghouse s. 

Re  Dirty  Conditions  . .  ...  ...  ...  ...  5. 

Re  Other  Conditions  ...  . . . . .  ...  13&. 

Inspections  Re: 

Bakehouses  . .  ...  ...  . .  4* 

Dairies  ...  ...  ...  ...  .  . .  7* 

Drain  Tests  . . .  ...  64 • 

Food  Preparing  Premises  .  „..  ...  ...  15* 

Factories  . ...  .  35. 

Food  Shops  . .  . . .  75* 

Ice  Cream  Premises  . . .  .  ... 

Meat  Inspection  ...  ...  ...  ...  . . . . .  ...  846 . 

Miscellaneous  Visits  . .  . . .  77# 

Offensive  Trades  ...  . .  5. 

Premises  re  Rats  ...  .  104. 

Refuse  Disposal  .  ...  ...  ...  23. 

Sewage  Disposal  ...  . .  ...  ...  ...  ...  78. 

Shops  re  Sanitary  Conditions  ...  . .  1, 

Smoke  Observations  . . . ...  ...  ...  1 . 

Swimming  Bath  ...  .  . . . .  ...  ...  78. 

Waterworks  . . .  71* 

Works  in  Progress  ...  ...  113* 

Table  III. 

Dwell inghouses. 

Floors  Repaired  or  renewed  3  Roofs  repaired  7. 

Ceilings  2  Eaves,  Gutters  repaired 

Water  supplies  repaired  19  or  renewed  4* 

Internal  Water  Supplies  Rain  Water  Fall  Pipes 

provided  2  repaired  or  renewed  3. 

Chimney  Stacks  repaired  2  Walls  (External)  repaired  10. 

Premises  Cleaned  or  Walls  (internal)  repaired  2. 

Disinfected  3  Yard  Surfaces  repaired  12. 

Windows  repaired  or  renewed  5*  Miscellaneous  repairs  17* 
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Drains. 


Length  of  Drain  Tested  in  Feet 

Cleansed  12  Water  893 

Reconstructed  8  Smoke  30 

Inspection  Chambers. 

Built  5. 

Repaired  2. 

Cesspools. 

Emptied  2. 

Abolished 


Water  Closets. 

Provided  for  houses  -  additional  3 

Provided  for  houses  -  ex  pail  closets  1 . 

Provided  for  Workplaces  1. 

Fittings  repaired  or  renewed  5* 

Pail  Closets. 


Abolished  2. 


Ashbins. 

Renewed  22. 


2.  Housing. 


New  Houses  Completed. 

(1)  Built  by  private  ovmer  8 

Built  by  Council  Nil. 

(2)  Owing  to  the  fact  that  no  Council  Houses  were  built 
during  the  year,  it  was  not  found  possible  to  secure  either 
the  demolition  or  closing  of  any  houses  which  may  have  been 
considered  unfit. 
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3.  Water  Supplies. 


(a)  The  town  continued  to  draw  its  water  supply  from  the  twin 
boreholes  situated  at  Howe  Hill.  At  no  time  during  the  year 
was  a  shortage  of  water  experienced  and  no  substantiated  claims 
in  respect  of  inadequate  pressure  received. 

The  bacterial  quality  of  the  water,  even  before  chlorination,  is 
excellent,  as  the  summary  of  samples  in  Table  VI  indicates# 

No  serious  bursts  occurred  during  1957 ,  due  perhaps  to  the  very 
mild  winter. 

(b)  Water  consumption  for  the  year  was  95*205,000  as  compared  with 
100,264,000  in  1956. 

The  fall  is  primarily  due  to  a  reduction  in  domestic  supply, 
as  metered  supplies  fell  only  some  866,000  as  against  4,173*000 
for  domestic  supplies. 


1952 

(last  complete  year  of 
Diesel  Drive) 

Table  IV. 

Consumption 

80,977,000 

Gross  Cost 

£2,901 

Cost  per 

1 ,000  galls. 

8.597  a. 

1954 

(first  complete  year  of 
Electric  Drive) 

97,509,000 

£2,691 

6.623d. 

1955 

105,259,000 

£2,809 

6.406d. 

1956 

100,264,000 

£2,679 

6.413d. 

1957 

95,205,000 

£2,633  (approx.) 

6.639d. 

(c)  It  will  be  noted  that,  despite  continually  rising  costs  of 
electricity,  labour  and  materials,  the  cost  of  pumping  and 
supplying  a  1,000  gallons  is  practically  identical  with  the  cost 
for  1954,  and  23/6  less  than  the  cost  for  1952# 

ft 

Table  V. 


Annual  Consumption 


Norton  U.D.C,  population 
Total  Supplies  all  purposes 
Metered  Supplies  (industrial) 
Domestic  Supplies  only 


4,820  (estimated). 
95*205,000. 
28,370,000. 
66,835,000. 


Consumption  per  Head  per  Day. 

All  purposes  54.11  gallons  (1956  -  56.75  gallons) 

Domestic  purposes  38.00  gallons  (l95^  -  40.21  gallons) 
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Sampling  of  Water. 

Samples  of  water  were  taken  nearly  every  Y/eek  throughout  the 
year,  a  total  of  some  ninety-four  samples  being  obtained.  The 
twenty- seven  samples  of  untreated  water  taken  direct  from  the 
pumping  main  were  all  classed  as  excellent.  The  sixty-seven 
chlorinated  samples  were  taken  either  from  the  reservoir  or 
throughout  the  town,  care  being  taken  to  ensure  that  the  water  in 
all  lengths  of  main  are  sampled  regularly. 

The  unsatisfactory  sample  was  due  to  a  local  source  of 
contamination  on  the  premises  concerned. 

Table  VI. 


Type  of  Water 

No.  of  Samples  Taken 

Satisfactory 

Unsatisfactoiy 

Chlorinated 

67 

66 

1 

Untreated 

27 

27 

0 

Totals: 

94 

93 

1 

4.  Swimming  Baths. 


Before  the  baths  opened  for  the  season,  the  Council  carried  out 
an  improvements  scheme  at  a  cost  of  some  £1,1 19. 2. 5b. 

The  cost  of  the  improvements  were  bonne  as  follows:** 

Gift  from  Coronation  Committee  £405*  172*  l£. 

Gift  from  Swimming  Gala  Committee  100.  0,  0. 

Grant  under  Physical  Training  and 
Recreation  Act,  1937  *  • 

Contribution  from  General  Rate  Fund  312.  .5*  4* 


£1,119.  2.  5. 


The  improvements  consisted  of  lengthening  the  pool  by  12*  0" 
and  the  addition  of  some  seventeen  extra  dressing  bunks.  The  work 
carried  out  appeared  to  meet  with  the  general  approval  of  the  users, 
in  particular  the  young  children  appreciated  the  extension  to  the 
shallow  end.  Despite-a  very  moderate  summer,  the  total  attendance 
was  12,447. 

m  ' 

The  water  is  chlorinated  by  an  automatic  dozing  apparatus  and 
samples  are  taken  at  weekly  intervals. 

No,  of  Samples  Taken  Satisfactory  Unsatisfactory 


11 


9 
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5.  Drainage  and  Sewerage, 


(a)  During  the  year,  the  town’s  sewerage  system  continued  to  function 
satisfactorily, 

(b)  The  purchase  of  the  hand-operatad  set  of  sewer-boring  tools  has 
been  of  inestimable  value.  All  lengths  of  sewers  affected  by 
tree  roots  are  bored  out  once  per  year  and  during  1957  there  has 
been  no  comphints  of  sewers  surcharging  in  Langton  Road, 

Welham  Road  or  St,  Nicholas  Street, 

(c)  In  the  past,  a  great  deal  of  trouble  has  been  experienced  with 
fat  from  Messrs.  Bower's  Bacon  Factory  blocking  the  sewers  and 
manholes  leading  to  No,  “3  Sewage  Pumping  Station,  During  the 
year  the  firm  constructed  a  new  grease  trap  and,  provided  this 
is  properly  maintained,  it  should  eliminate  the  bulk  of  the  fat 
reaching  the  Council  sewerage  system, 

.  --•••■  j  ’  ,  .  .  ' 

6.  Public  Cleansing, 


The  public  cleansing  services  have  been  carried  out  in  a 
satisfactory  manner  throughout  the  year  and,  generally,  a  weekly 
collection  of  refuse  maintained, . 

Throughout  the  year,  tipping  took  place  at  the  site  purchased  by 
the  Council  off  Beverley  Road,  This  is  proving  an  excellent  /... 
disposal  site  -  easy  of  access  and  remote  from  houses, 

7  •  Salvage,  •- 


There  has  been  an  improvement  in  the  sale  of  salvage  during  the 
year.  The  waste  paper  merchants  are  very  particular  as  to  the 
quality  and  one  would  have  expected  the  priore  to  increase  above 
£6.l0,0d.  per  ton.  _  We  were,  however,  able  to  dispose  of  all  baled 
waste  paper. 

The  income  from  salvage  during  the  year  was  as  follows:-  (an 
increase  of  £1 53»  1 8. 1 1  d.  over  the  previous  year)  - 

*_  . —  -  £  s.  d. 

Waste  Paper  328.  10,  0, 

Scrap  Metal  16,  0,  0, 

344,  10,  0,  • 

This  is  equivalent  to  a  2d,  rate  for  the  District, 

*  *i 

8,  Meat  Inspection, 


The  foil owing  tables  set  out  in  detail  indicate  the  responsibility 
placed  on  a  small  urban  authority  in  carrying  out  the  meat  inspection 
at  the  two  Bacon  Factories  situated  i'n  their  district,  -  •  - 
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The  number  of  pigs  slaughtered  showed  a  slight  increase 
over  the  previous  year,  the  increase  was  mainly  due  to  Bower's 
Bacon  Factory. 

Table  VII. 

Year  Pigs  Slaughtered  Care  a se s  C ondo  mne  d  percentage  Condemned 

for  Tuberculosis 


195? 

.170,841 

273 

.1# 

1953 

174,897 

140 

.O8O/0 

1954 

194,387 

124 

.  064^ 

1955 

147,002 

75 

,051$ 

1956 

124,426 

47 

.038^ 

1957 

135,025 

1  t 

36 

.  027fo 

The  fall. in  the  number  of 
tuberculosis  continued. 

carcases 

totally  condemned 

Disposal  of  Condemned  Meat. 

} 

The  same  method  of  disposal  for  condemned  meats  and  offals 
operated  as  in  past  years. 

Bower's  Bacon  Factory  operate  an  I  we  1  Labs  Destructor  and 
deal  with  all  condemned  meat  on  the  premises. 

Yorkshire  Farmers’  Bacon  Factory  transport  their  condemned 
meat  to  the  Sherburn  Factory  for  disposal. 

A  proportion  of  condemned  plucks  are  used  by  the  TVelham  Fish 
Hatcheries.  •  .  ... 


The  following  tables  show  the  number  of  pigs  which  have  been 
inspected  at  the  two  factories  and  indicate  tHe  incidence  and 
variety  of  the  diseases  encountered. 
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Table  VIII 


Yorkshire  Fanners*  Bacon  Factory. 

Total  Kill  104,673. 


Amounts  Condemned. 


Pork 

Offal 

Description 

No. 

Wt.  in  lbs. 

Description  • 

No. 

Wt.  in  lbs. 

Carcases 

Part  Carcases 
Heads 

171 

66 

4,523 

27,348 

1,535 

45,230 

Plucks 
(Hearts, 
lungs, 
Livers*  • 
Trachea, 
Oesophagus) 
Intestines 
(Stomach, 
Spleen  and 
Mesentery) 

3,164 

4,027 

22,148 

28,189 

Total  Weigh 

Pork'  -  74,113  lbs 
Offal  -  50,337  lbs 

t  Condemned 

(approx.  33.1  tons) 

(approx.  22.5  tons) 

Bower's  Bacon  Factory. 

Total  Kill  30,352. 

Amounts  Condemned. 

Pork 

Offal 

Description 

No. 

Wt,  in  lbs 

Description 

No. 

Wt.  in  lbs. 

Carcases 

Part  Carcases 
Heads 

34 

24 

1,038 

5,051 

485 

10,380 

Plucks 

Inte  stines 

816 

913 

5,712 

6,391 

Total  Weight  Condemned, 

Pork  -  15,916  lbs  (approx.  7.1  tons) 
Offal  -  12,103  lbs  (approx.  5*4  tons) 
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Table  IX 

•  ,  •.  # .... . .  .  . . . 

Carcases  and  Offals  Inspected  and  Condemned  in  whole  or  part. 


Cattle 

*  “ 

Sheep 

? 

1 

excluding 

Cows 

Calves 

and 

Pigs 

Horses 

.Cows 

Lambs 

t 

Number  killed 

- 

— 

— 

— 

135,045  . 

— 

Number  inspected 

— 

— 

— 

- 

135,045 

All  diseases  except 

i 

1 

Tuberculosis  and  C.ysticercosis 

Whole  carcases  condemned 

— 

— 

— 

— 

169 

I 

Carcases  of  vdiich  some  part  or 

1 

* 

organ  was  condemned 

Percentage  of  the  number 

1 

6,040 

inspected  affected  with 
disease  other  than 

— 

— 

— 

mm 

4.6$ 

tuberculosis  or 
cysticercosis 

Tuberculosis  only 

Whole  carcases  condemned 

- 

- 

- 

- 

36 

- 

Carcases  of  which  some  part  or 

3,441 

organ  was  condemned 

Percentage  of  the  number 

6.3$ 

inspected  affected  with 

- 

- 

- 

— 

— 

tuberculosis 

Cysticercosis 

Carcases  of  which  some  part  or 

■a 

— 

- 

r 

- 

organ  was  condemned 

Carcases  submitted  to 

treatment  by 

— 

— 

— 

— 

— 

refrigeration 

* 

- 

Generalised  and  totally 

condemned 

L _ _ _ _ _ 

T  -  ‘  ' 

- 
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Table  X 


Summary  of  the  Diseases  in  respect  of  Carcases  and  all 
■  Organs- -being  totally  condemned,  (Both  Factories). 

.  . . . . "  7 


■  Disease 

■  -  - - j  -  | - 1—  -  -  .  -  -  .  -  -  - 

Number 

Disease 

- ! - — 

Number 

Generalised  Tuberculosis 

36 

Acute  Swine  Erysipelas 

6 

Accident  1  -  i 

100  ' 

pyaemia 

0 

Jaundice 

7 

Multiple  Abscesses.  . . 

3 

Septic  Peritonitis 

2 

"Septicaemia 

-ill 

Septic  Pericarditis 

0 

.Swine  Fever 

3 

Septic  Pleurisy 

0 

Lymphocarcinoma 

:  0 

G-eneralised  Oedema 

2 

Decomposition 

•  0 

Pathological  Emaciation 

12 

Acute  Fever 

■  7 

Acute  Congestion 

0 

Gangrenous  Pneumonia 

3 

Multiple  Gangrenous  Wounds 

0 

Extensive  and  Severe  Bruising 

•  3 

Leukaemia 

0 

Uraemia 

•1 

Septic  Arthritis 

■  j  '1  ‘  ....  j  ; 

9 

Anthrax 

0 

205 

! 

9.  ...Milk. 


Regular  sampling  of  milk  is  carried  out  but,  as  the  area  is  now  a 
Specified  area  under  The  Milk  (Special  Designations)  (Specified  Areas) 
Order,  195^?  only  designated  milk  i.e.  Tuberculin  Tested,  Pasteurised 
Milk  and  Sterilised ;Milk  is  sold. 


Results  of  Tests. 


Designation 

Samples 

Me thylene 

Blue  Test 

Phosphatase  Test 

Taken 

Satisfactory 

Unsatisfactory 

Satisfactory 

Unsatisfactory 

Pasteurised 

9  ! 

8s' 

0 

9 

0 

T.T. 

1 

1 

o  : 

0 

0 

s  One  sample  void  owing  to  delays  in  transit. 

:  i  : 

Biological  Examination.  j 


Tuberculosis 

Brucella  Abortus 

Designation 

Samples  Submitted 

Po sitive 

Negative 

Po sitive 

Negative 

Pasteurised 

0 

0 

0 

0 

0 

T.T. 

2 

0 

2 

0 

2 
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The  following  licences  were  in  operation  during  the  year:- 

4  Main  dealers  licenced  to  sell  T.T.  Milk. 

2  Supplementary  Dealers  licenced  to  sell  T.T.  Milk. 

6  Main  dealers  licenced  to  sell  Pasteurised  Milk, 

1  Supplementary  Dealer  licenced  to  sell  Pasteurised  Milk, 

10.  Food  Hygiene, 


During  the  year,  some  ninety-four  visits  were  made  to  food  shops, 
bakehouses  and  food- preparing  premises,  and  some  thirty- two  contra¬ 
ventions  of  the  Food  Hygiene  Regulations  brought  to  the  attention  of 
the  occupants  were  complied  v/ith. 

Samples  of  sausage  casings  from  both  Bacon  Factories  Y/ere 
submitted  for  analysis  during  the  year  and  found  to  be  satisfactory. 
Samples  of  gelatine  from  coating  pies,  c|ye  for  saveloys  and  an  egg 
mixture  for  coating  sausage  roils  on  analysis  \re re  found  to  contain 
moderate  to  heavy  growths  of  coliform  organisms  and  when  the 
proprietors  were  informed  of  the  position  they  agreed  to  carry  out 
suggestions  re  the  preparation  and  storage  of  the  respective  items. 

Premises  Registered  under  S.  l6  of  the  Food  and  Drugs  Act,  1955 » 

Fish  Frying  3 

Manufacture  of  sausages,  etc,  6 
Sale  of  ice  cream  13 

11,  Council  Houses. 


No  new  Council  houses  were  erected  during  1957,  and  at  the  end 
of  the  year  the  position  regarding  Council  owned  houses  and  flats  was 
as  follows:- 


(a)  Four  bedroomed  houses  25 

(b)  Three  bedroomed  houses  172 

(c)  Two  bedroomed  houses  49 

(d)  Two  bedroomed  temporary  bungalows  6 

(e)  Three  bedroomed  flat  1 

(f)  Two  bedroomed  flats  39 

, (g)  One  bedrocmed  flats  53 

(h)  Private  houses  purchased  4 


349 
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In  addition,  the  Council  manage  some  forty  houses  belonging 
to  the  Workmen’s  Housing  Association,  Ltd.  The  houses  are  of 
the  three-bedroomed  type,  making  a  total  of  389  Council  Controlled 
'Houses. 

As  in  the  past,  maintenance  is  carried  out  partly  by  direct 
labour  and  partly  by  contract.  A  five  yearly  cycle  of  external 
painting  of  Council  Houses  is  being  maintained  and  the  wisdom 
•of  this  is  reflected  in  the  generally  satisfactory  appearance  of 
the  housing  estates. 

The  Council  gave  authority  for  a  start  to  be  made  replacing 
fireplaces  in  the  Beverley  Road  (pre-war)  Council  Houses.  The 
work  was  carried  out  at  the  rate  of  two  houses  a  month  and 
consisted  of  replacing  the  existing  combination  range  with  a  48” 
Tiled  Slab  Fireplace,  and  at  the  same  time  renewing  the  back  boiler 
and  the  pipes  between  back  boiler  and  cylinder  in  copper  tubing. 

By  taking  the  following  steps,  although  the  initial  cost  may 
be  higher,  it  is  hoped  to  reduce  future  maintenance  and  charges: - 

(a)  Galvanised  Iron  Cold  Water  Feed  Tanks  which  are 
subject  to  rapid  corrosion  due  to  the  electrolytic 
action  of  using  two  metals  -  copper  and  iron  -  in 
the  same  system  are  replaced,  when  defective,  with 
asbestos  tanks. 

(b)  Defective  wooden  draining  boards  are  replaced  in 
metal. 

(c)  Broken  yard  doors  are  replaced  with  metal  gates. 

(d)  It  is  hoped  during  the  coming  year  to  clean 
furred- up  domestic  hot  water  systems  by  means  of 
chemical  descaling. 

The  total  number  of  visits  made  to  Council  controlled  houses 
in  respect  of  repairs  only  totalled  413. 

12.  Rodent  Control. 


During  the  year  rodent  control  included  a  full  scale  treatment 
of  the  sewerage  system,  the  Maudon  Grove  Tip  (dis-used)  and  the 
Beverley  Road  Refuse  Tip  treated  on  three  occasions. 

The  three  sewage  pumping  stations  were  all  treated  and  in 
addition  some  six  other  premises. 
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I  would  like  to  thank  Mr.  J.  Martin,  Meat  Inspector  and 
Additional  Public  Health  Inspector  and  Mr.  T.  E.  Buckle,  Pupil 
Public  Health  Inspector  for  their  loyal  help  and  co-operation 
during  their  service  with  the  Council. 


I  am, 

Your  obedient  Servant, 

R.  W.  G.  SINCLAIR, 
Senior  Public  Health  Inspector. 


June,  1958. 
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